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would not oppose the "Old War Governor".
Senator Campbell asked if friends of Kirkwood
had not received a dispatch from him saying
that he was not a candidate. This inquiry was
replied to by cries that it made no difference.
Dr. Ballard moved to nominate by acclamation,
but the motion was opposed and withdrawn.
An informal ballot was taken and resulted in
the casting of 268 votes for Kirkwood, 200 for
"Weaver, 111 for Smythe, and 33 for Fairfield;
a total of 612 making 307 necessary for a choice.
A formal ballot was next taken, but before the
vote was counted, delegations began to change
to Kirkwood, whereupon Captain John A. T.
Hull, of Davis County, moved to make the nom-
ination unanimous, an action that was greeted
"with thundering applause."69

The stampede of the convention away from
Weaver so greatly desired by the anti-prohi-
bition and pro-corporation delegates had been
accomplished; but the result was probably
brought about by "instantly utilizing a way
opened to them in a time of great need" and
not by originating the movement. "The Con-
vention in its highly wrought condition and
excitement was hypnotized, as so many large
popular bodies frequently are, and enough of
General Weaver's delegates were swept off
their feet and carried along by the storm to
furnish the votes needed to make a majority